To:  Wise,  Robert[Wise. Robert@epa.gov] 

Cc:  Mehi,  Richard  H. [Rick. Mehi@WestonSolutions.com];  DeFao, 

Joseph[Joe. DeFao@WestonSolutions.com];  DeHoyos, 

Melissa[Melissa. DeHoyos@WestonSoiutions.com];  Henricks,  Lisa[Lisa. Henricks@WestonSoiutions.com] 

From:  Casteiiana,  Ben 

Sent:  Mon  8/10/2015  8:13:59  PM 

Subject:  RE:  Gold  King  Mine  CPW  v2 

Hey  Rob, 

We  just  received  the  TDD  based  on  the  previous  CPW.  Would  you  like  to  wait  a few  days  on 
submitting  an  Amendment  for  the  items  you  requested?  We  should  have  enough  budget  to  get  us 
through  sorting  out  what  else  might  shake  out  in  that  time.  Otherwise,  I can  prepare  an 
amendment  and  have  it  to  you  asap. 


Cheers, 


Ben 


From:  Casteiiana,  Ben 

Sent:  Monday,  August  1 0,  201 5 1 1 :03  AM 

To:  wise.robert@epa.gov 

Cc:  Mehi,  Richard  H.;  DeFao,  Joseph;  DeHoyos,  Melissa;  Henricks,  Lisa 
Subject:  Gold  King  Mine  CPW  v2 


Hi  Rob, 

Please  see  attached  revised  Gold  King  Mine  ER  Cost  Projection  Worksheet,  based  on  our 
discussion  earlier  this  morning.  Please  let  me  know  if  you  need  further  revisions. 


Sincerely, 


Ben  Casteiiana  Ph.D. 
Project  Manager 
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Weston  Solutions,  Inc. 


(818)  371-5388 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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